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BABYLON 
HAS A TOTAL 
OF 50 FLOORS, 


REACTORS 


ARE PLACED IN 

THE BOTTOM 
20, WHILE 

3 RESEARCH 
DIVISIONS 


ARE LOCATED 
IN THE OTHER 
30. 








Tower of 
Babylon 
A SCHICKSAL 


RESEARCH 
FACILITY 


LOCATED IN 
THE SIBERIAN 
TUNDRA. 


THE TOWER 
ALSO HOUSES 
THE PLANET'S 
3RD LARGEST 
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VXohievatexel 
System Lab 









aon | 
| 
? THIS DIVISION 
FOCUSES ON 


INTEGRATING 
HONKAI ENERGY 


Weapons 
fu =sCD vision 


THIS DIVISION 
USES THEORIES 
PROPOSED BY 
THE ENERGY 
DIVISION TO. 
WEAPONIZE 
HONKAl ENERGY 
AND PRODUCE 
is | EQUIPMENT 
FOR FIELD 


WOULD BE THE 


STIGMATA. 


OPERATIONS. 

WEAPONS DIV 

IS CURRENTLY 
WORKING ON THE 


PANTHEON 
SERIES. 


Division 





FOCUSES ON 
THEORETICAL 
RESEARCH 
RELATED TO 
THE HONKAI 
AND GIVES 
SUPPORT TO 
THE OTHER 
TWO DIVISIONS 
AS REQUIRED, 








ALL STAFF 
MEMBERS 


WENT MISSING ff 


FOR REASONS 
UNKNOWN 
DURING THE 
TWILIGHT. 
HOURS OF 
FEBRUARY 1, 
2000. 


THE TOWER OF 
BABYLON HAS 
A STAFF OF 322 
INDIVIDUALS. 


TWILIGHT. 
HOURS IN 
THE TUNDRA? 
PEOPLE GOING 
MISSING FOR 
REASONS 
UNKNOWN 





BE STRONG 
FOR CECILIA 
AND KIANA! 


TOWER OF 
BABYLON 


1152 HOURS. 
FEBRUARY 2, 
2000. 





WE HAVE 
LANDED. 
PLEASURE 
SERVING 
YOU, MASTER 
THERESA. 


WELCOME 
TO SIBERIA, 
THERESA. 

I RECEIVED 
ORDERS FROM 
THE OVERSEER 
TO *AHEM* 
MAKE YOUR 
STAY 


ae 





PATRICIA 
HIGHSMITH 
“THE WIZ” 


SCHICKSAL 
A-RANK VALKYRIE. 


| FORMER MEMBER 


OF SQUAD 
SNOWWOLF. 


CURRENTLY 
WORKING AT 
THE INTEL 
DEPARTMENT. 


22 





=PHEW> 
THANK 
GOODNESS 
YOURE 
\ HERE, 
THE BRIEFING tke 
READ LIKE A \ 
HORROR SHOW. " 
BUT SINCE AN 
EXPERT LIKE 
YOU IS AROUND, 
I THINK WE 
CAN FIND Oli 
WHAT REALLY 
HAPPENED. 


_ 


CAMERAS 
were Never \ | 
BROKEN AND 


MONITORED 
THINGS AS 
USUAL, BUT 
WE COULDN'T 
FIND THE 
CULPRIT. 














REVIEWING 
THE FOOTAGE 
FRAME BY 


EACH OF 
THE LAB 
STAFF WAS 
GONE IN AN 
INSTANT, 
EVEN WHEN 
THERE WAS 
NO ONE NEXT 
TO THEM. 


















INDEED. 
















LOOKS 
LIKE AN Is... IS 
IMAGE GHOST THIS THE 
DUE TO BAD FOOTAGE 
NOISE YOU 


HARDWARE 
om JUST 
SAID? 


IVE 
BROUGHT 
UP THE LOG 
FOR THE 
4 BABYLON 
aeanees, REACTOR 
raise <>» PILE ENERGY 
ene 


5 MINUTES 
WORTH OF 
DATA AT 
ABOUT 2200 
LAST NIGHT 
WENT 
MISSING. 


CLEARANCE 
TO ACCESS BUT NOW 
THEM, THE OTHER 
MONITORING 
RECORDS OF 
THE REACTOR 
PILE SECTOR 
ARE PLACED 


ALMOST 
ALL SUPER 
NATURAL 
SIGHTINGS 
OF THIS 
WORLD CAN 
BE TRACED 








OuR HONKAI 
3 CREW a LEVELS ARE \ 
iy Bm) WOULDN’‘T 
ra, survive | 
IN THAT 
PLACE. 
WE HAVE 
TOGO 
DOWN AND 
CHECK IT 
4 OURSELVES, 
THERESA. 
WE ARE 
VALKYRIES, 


a you 
MEAN JUST 


THE TWO 
OF us? 


Tower of 
Babylon 


REACTOR PILE 


SECTOR 












HEY, PAT... 
DID YOU FIND 


OY ANYTHING? 
he ARE WE DONE 


NO 
SPOOKY 
IMAGE 
GHOST THING 
1S GOING TO 
COME OUT, 
RIGHT? 


ARE YOU 
LISTENING 


HONKAI 
RESIDUE? 





eRiel 
gare 

TER! 
SCARED 


RUN A FULL 
SPECTRUM 
SCAN OF 
THIS 
AREA. 


OF IT TO 
INDICATE 
AN ACTUAL 


LOT BRAVER 
THAN THIS. 











